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To Sup. Arch 


United States Engineer Office, 
1125 Girard Street. 
Philadelphia, Pa. 

October 12, 1881 


Doct. John L. LeConte 
U.S. Mint 


My dear Sir 
I enclose with the permission of John McArther N. Esq. Architect etc. a pure copy of my 
report to him of ventilation of the Mint, regretting that I cannot have a better copy prepared at 


this time. 


Should my recommendations be acceded to or followed I will hold myself in readiness to 
consider any changes or improvements, suggested or desired at any time. 


Respectfully yours, 
Robt. Briggs 


